Cleaning  out  the  fridge 


Subject:  Cleaning  out  the  fridge 

From:  Amy  Mendonca  <AMendonca@ccala.org> 

Date:  12/12/2016  09:44  AM 

To:  Elan  Shore  <Eshore@downtownla.com>,  Henna  Sherzai 
<HSherzai@downtownla.com>,  Herman  Pang  <hpang@downtownla.com>,  Jeff 
Chodorow  <jchodorow@downtownla.com>,  Joanne  Danganan 
<JDanganan@ccala.org>,  Joan  Noble  <JNoble@downtownla.com>,  Joella  Hopkins 
<JHopkins@ccala.org>,  John  Howland  <jhowland@ccala.org>,  Julia  Marino 
<JMarino@downtownla.com>,  Kevin  Begovich  <KBegovich@downtownla.com>, 
Lena  Mulhall  <lmulhall@ccala.org>,  Marie  Rumsey  <MRumsey@ccala.org>, 
Michael  Filson  <MFilson@downtownla.com>,  Nhien  Lasky  <NLasky@ccala.org>, 
Nick  Griffin  <NGriffin@downtownla.com>,  Shawn  Bratton  <sbratton@ccala.org>, 
Suzanne  Holley  CCA  <sholley@ccala.org> 

Hello  Everyone, 

Happy  Monday! 

I  will  be  cleaning  out  the  fridge  at  the  end  of  the  day.  Let  me  know  if  any  of  these  items 
belong  to  you: 

A  small  salad  in  a  plastic  container 
Panda  Express  leftovers 
Leftovers  in  a  small  brown  box 
Leftovers  in  a  large  brown  bag 
A  strawberry  smoothie  juice  box 
An  old  smoothie  in  a  black  cup 

Of  course,  if  you  plan  on  eating  any  of  these  items  today,  you 
do  not  need  to  worry.  I  will  be  throwing  everything  out  at  5. 

Shoot  me  a  quick  email  if  you'd  like  me  to  save  any  of  these 
items. 

Amy 
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Amy  Mendonca 

Office  Assistant 

626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
office:  (213)  416-7519  I  fax:(213)624-0858 
amendonca@ccala.org 
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